460 mine lighting. 


HUGHES BROTHERS. 


HUGHES BROTHERS 


Manufacturers of all Types of 

Miners’ Safety Lamps 

420 North Main Avenue SCRANTON, PA. 


PRODUCTS 

Miners’ Safety Lamps and Supplies of all kinds. 

GENERAL. 

Safety first. You have every assurance that safety 
is first when using these lamps which have stood the 
test of Quality, Strength and Durability for over 
fifty years. 

For complete line of lamps send for catalogue. 




Pathfinder Acetylene 
Lamps. 

The Lamp shown is our 
Cap or Head Lamp. It 
is constructed from extra 
heavy sheet brass, drawn 
into solid shells. There are 
no seams or joints on the 
outside to cause leaks. The 
valve seat is also a drawn 
diell, and the needle valve is 
made from a solid piece of 
rod, in such a way, that it conducts the water to Dot- 
tom of carbide chamber, without any possibility of 
choking off the water supply. Our claims for these 
lamps are that they are the strongest upon the mar¬ 
ket, and will burn more steadily. One extra cham¬ 
ber furnished with each lamp. 








































